









  
    
    
    
    
    
    
    
    
    
  
  
  
  
  


This EPUB was converted from a scan of the original printed edition of
TM 11-429 Wind Equipment SCM-20-A and Wind Equipment AN/GMQ-1 (1941),
published by the U.S. War Department.

The conversion from the scan may have introduced small errors in
complex tables or equations, so engineering and artillery data should always be checked against
the original files, which can be found at www.trex-arms.com.
T.REX ARMS is not affiliated with or endorsed by the U.S. War Department.



TM 11-429 — Wind Equipment SCM-20-A and Wind Equipment AN/GMQ-1
	TM 11-429 — Wind Equipment SCM-20-A and Wind Equipment AN/GMQ-1	11. UNPACKING.
	15. ASSEMBLING WIND TRANSMITTER.
	20 FINAL WIRING ADJUSTMENT.
	27. ANEMOMETER HEAD.
	DISTRIBUTION:
	WIND EQUIPMENT SCM-20-A
	WIND EQUIPMENT AN/GMQ-1
	37. LIST OF MANUFACTURERS.


	About this edition



  
    	
      Cover
    

    	
      Table of Contents
    

  




TM 11-429 — Wind Equipment SCM-20-A and Wind Equipment AN/GMQ-1

, L <%A**^

AND

WAR DEPARTMENT^ 10 MARCH 1941

LU. 5.

TECHNICAL JVIA^UAL s«^

. 1^

CHANGES 1 WAR DEPARTMENT,

No. 1 f WASHINGTON 25, D. C., 25 September 1944.

TM 11^429, 10 March 1943, is changed as follows:

The date of this manual is changed to read: 10 March 1944, wherever it occurs. *******


5. WIND PANELS ML-204-A AND ML-204-B (figs. 3 and 4).

b. The wind-speed meter * * * ma d_c movement. It has two external resistors that are controlled by the toggle switch mounted below it, to give the necessary calibration for the two ranges (par. Ic) of the instrument. Normally the switch is in the 150-mph range position.



6. CARRYING CASES ML-207A and ML-207-B,


	a. Carrying Case ML-207-A contains the disassembled wind transmitter (par. 2a), the wind panel, and the set of running spares (par. 2c), of Wind Equipment SCM-20-A.

	b. Carrying Case ML-207-B contains the disassembled wind transmitter (par. 3a), the wind panel, and the set of running spares (par. ******* 3c), of Wind Equipment AN/GMQ-1.

	8. SUPPORT ML-206-A. Support ML-206-A * **provided with steps. It has additional accessories (par. 3e) for mounting on the ground as well as mounting on either roof or platform. *******





11. UNPACKING.

c. Carry the other * **support when unpacking. Check the parts with those listed in paragraph 2e for SCM-20-A, or paragraph 3e for AN/GMQ-1. *******



15. ASSEMBLING WIND TRANSMITTER.

b. Assemble the transmitter as follows:

AGO 527C S98803"—44


TM 11-129 o i

(8) Check the running spares (par. 2c) left in the case. Close the carrying * * * ******* parts are needed.




20 FINAL WIRING ADJUSTMENT.

d. Finally, close the panel and lock the wing clamps (par. 14rf(3)).



27. ANEMOMETER HEAD.


	******* b. If a wind * * * ******* replace the assembly.

	(2) Remove the faulty * * * the new assembly.

	(a) On Support ML-205-A, simply climb the mast, loosen the thumbscrew, and lift off the old head and rotor. Put the new * * * paragraph 156(3).
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BY OKDER OF THE SECRETARY OF WAR!

G. 0. MAKSHALL, Chief of Staff.

J. A. ULIO, Major General, The Adjutant General.




DISTRIBUTION:

As prescribed in paragraph 9a, FM 21-6 : Armies (2) ; Corps (2) ; Sv C (1); Dept (1); Def C (1); D (2); IBn 1 (5); 1C 3 (2). IBn 1 ; T/0 & E 1-627. IC3;T/0 &E 3-267. For explanation of symbols, see FM 21-6.
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WIND EQUIPMENT SCM-20-A

AND



WIND EQUIPMENT AN/GMQ-1
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WAR DEPARTMENT • 10 MARCH 1943
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V

TM 11-429, War Department Technical Manual, Wind Equipment SCM-20-A and Wind Equipment AN/GMQ-1 is published for the in formation and guidance of all concerned.

[A.G. 062.11 (27 Feb43).]

BY ORDER OF THE SECRETARY OF WAR:

G. C. MARSHALL, Chief of Staff.

J. A. ULIO, Major General, The Adjutant General.

DISTRIBUTION:

X (For explanation of symbols see FM 21-6.)
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37. LIST OF MANUFACTURERS.

ORDER No. 92-MPD-4J 5400 COPIES 10 MARCH 1944
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TM 11-429 — TM 11-429 — Wind Equipment SCM-20-A and Wind Equipment AN/GMQ-1

Public domain (U.S. Government work)

Public domain (U.S. Government work). Mirrored by T.REX ARMS.

Source: https://archive.org/details/TM11-429
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